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Director of Medical Services 
1-D-40-67 Headquarters 


John - 


I wonder whether your people look at the 
vending machine snack bars from viewpoints of 
cleanliness and health. I know that you do regularly 
check the cafeterias but I have never thought to 
inquire about the snack bars. 


STAT 
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‘Deputy Director for Support 7-D-26 [ STAT 
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